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1. Mis wencrandus is for information. 
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informal reactions to them before the meeting on the 12th. | 
b. Regulation is intended for use doth sg an instru- | 
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redertion in staff. It is therefore applicable to the 2/7 end m/s 2e 


Is] Gordon M. Stewart | 


Gordon R. 
Mrector of Personnel 
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